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2. Obe)aus sas dismissed from his former post by (the Soviets in 1945 and forcsd 
to .eave Vienna on the grounds that he had bee: an ardent National Socialist. 
Schirofiky himself has at various times been a:.cused of having Nazi affilia- 
tircas, Marquet, while never actualiy a member of the NSDAP, was also on goad 
tems vith certain prominent Nazis. Since the Austrian Government is probably 
unawara of Scharofsky's interest in Obdenaus 


el 
25X14 CL |, it seems likely that the Government vill apvrove Obenaus‘s 25X1 
. appointment. 


3, he total value of the cutput of the USTA-contrvulled Siemens--Schuckert Engerth- 
st°fasse plant during the first six months of 1950 amounted to approximately 
11,000,000 schillings. The bulk of this plant's nroduction zensisted of 7,000 
wlectric motors and parts, Following is a breakdovm of the ongerthstrasse 
plant's production during this »eriod: 


Product. Value in Schillings 
Electric motors and perts 10,000,000 
Electrical cranes and varts 8,000,000 
Switchboards, fuses an‘! automobile ewitchis § 000,000 


Electrical safety devices and other con- 
struction material 4,000,000 


Special orders and mrserials 3,000,000 
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